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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 NEW DE 11674 031423Z 
43 

ACTION NEA-09 

INFO OCT-01 ISO-OO /010W 

008096 

R 031300Z SEP 74 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 3638 

UNCLAS NEW DELHI 1 1674 

E.O. 11652: N/A 
TAGS: ENRGIN 

SUBJECT: TARAPUR POWER UNITS CLOSED 

FOLLOWING SENT ACTION NEW DELHI INFO CALCUTTA MADRAS FROM BOMBAY 
SEPTEMBER 03 REPEATED: 

QUOTE 
BOMBAY 2091 

1. BOTH UNITS OF TARAPUR POWER STATION TRIPPED ON 
SEPTEMBER 1 AS A "230 KV BUS" IN MAHARASHTRA STATE 
ELECTRICITY BOARD SWITCHYARD DEVELOPED A FAULT. AS A 
RESULT, POWER SUPPLY TO BOTH MAHARASHTRA AND GUJARAT 
WAS SHUTDOWN. ACCORDING TO A TARAPUR OFFICIAL, IT WILT. 

TAKE ABOUT A WEEK TO SET RIGHT FAULT AND START THE UNITS. 

2. GOVERNMENT OF MAHARASHTRA HAS DECIDED NOT TO IMPOSEANY FURTHER POW 
ER CUT AS A RESULT OF TARAPUR FAILURE 

BECAUSE KARNATAKA STATE HAS AGREED TO SUPPLY 50 MW POWER 
TO TIF.F. OVER PRESENT DIFFICULTY. ALSO, CONTINUED RAINS IN 
SEPTEMBER, IT IS HOPED, MAY IMPROVE WATER LEVELS IN 
KOYNA HYDEL LAKE. 

3. GOVERNMENT OF GUJARAT HAS IMPOSED AN 8 PERCENT POWER 

CUT ON HIGH TENSION CONSUMERS AS A RESULT OF TARAPURFAILURE. SIGNED 
BANEUNQUOTEMOYNIHAN 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR POWER PLANTS, TARAPUR 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NEWDE1 1674 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740243-0713 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740979/aaaacpbh.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 APR 2002 by maustmo; APPROVED <28 JAN 2003 by cunninfx> 

Review Markings: 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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